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COVENTRY ELECTION. 


At the final Cloſe of the Poll, on Tueſday the 
29th of June, 1790, the Numbers ſtood as follows: 


For Lord Eardley - - - - - = 1398 
Fohn Wilmot, Eg; - - = — 1393 
William Wilberforce Bird, Blq; —- — 1126 


Majority in Favour of Lord Eardley - - - 272 
Mr. Filmot —- - = 267 


Total Number Polled 2524 


